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MEMORANDUM FOR: Catef, Communications Staff, u 
ATTENTION: eel 
SUBIECT: UHF/¥HY Communications Requirements 


For Area Control Tower 


1. EY Control tower should be equipped to provide for 
the following UHF/VHF communication capability: 


a. UHF: 
Frequency Purpose 
236.6 Standard Tower 
303.4 UH /OF 
335. 3 GCA 
243.4 Emergency 
{to be assigned) Local Contre) 
& VE: 
Frequency Parpose 
126, 2 Smadard Tewer 
118. 7 Mercury Control 
134.1 GGA 
iZk. > Emergency 
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Lt. Golenet USAFE 
Chief, Special Projects Braach, OPD 
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